Event Type Id Event Type Desc 


67109912 

Ocp Mst Reader Printer Ribbon Exhausted 

67109913 

Ocp Mst Reader Printer Ribbon Low 

67109920 

Ocp Mst Reader No Ticket Stock 

67109921 

Ocp Mst Reader Swallow Failed 

67109922 

Ocp Mst Reader Print Failed 

67109923 

Ocp Mst Reader Stock Low 

67109924 

Ocp Mst Reader Ticket Jammed In Combiner 1 

67109925 

Ocp Mst Reader Ticket Jammed In Combiner 2 

67109926 

Ocp Mst Reader Capture Bin Near Full 

67109927 

Ocp Mst reader Ticker Jam Cleared 

67109928 

Ocp Mst Reader Failure 

67109929 

Ocp Mst Reader Captured 

67110144 

Ocp Receipt Printer Status 

67110145 

Ocp Receipt Printer Failed 

67110146 

Ocp Receipt Printer Paper Exhausted 

67110147 

Ocp Receipt Printer Paper Low 

67110148 

Ocp Receipt Printer Ribbon Low 

67110149 

Ocp Receipt Printer Ribbon Exhausted 

67110150 

Ocp Receipt Printer Queue Full 

83886081 

Tp 5000 Fpd Comms Failure 

83886082 

Tp 5000 Gps Comms Failure 

268435714 

Free Passage 

268435970 

Gate Remaining Quota 

268436227 

Active Flag 

268436482 

Wide Gate Manual Open 

268436483 

Permanent Open 

268436484 

Maintenance Code 

268436485 

Vis Info 

268436486 

Training 

268436737 

V 2 K Mag Ticket Msg 

268436738 

Thm Mag Ticket Msg 

4294967295 

Unspecified 

33555717 

Avm Ticket Handler Ram Error 

33555718 

Avm Ticket Handler Motor Speed Error 

33555719 

Avm Ticket Handler Shaft Encoder Error 

33555720 

Avm Ticket Handler Hole Search Error 

33555721 

Avm Ticket Handler Communication Error 

33555728 

Avm Ticket Handler Verify Error 

33555729 

Avm Ticket Handler Jam In Magnetic 

33555730 

Avm Ticket Handler Jam In Printer 

33555731 

Avm Ticket Handler Jam In Capture 

33555732 

Avm Ticket Handler Jam In Escrow 

33555733 

Avm Ticket Handler Jam In Combiner 

33555734 

Avm Ticket Handler Printer Ribbon Exhausted 

33555735 

Avm Ticket Handler No Ticket Stock 

33555736 

Avm Ticket Handler Stock Low 
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33555737 

Avm Ticket Handler Jam Combiner One 

33555744 

Avm Ticket Handler Jam Combiner Two 

33555745 

Avm Ticket Handler Capture Bin Nearly Full 

33555746 

Avm Ticket Handler Printer Ribbon Low 

33555747 

Avm Ticket Handler Reader Failure 

33555748 

Avm Ticket Handler Ticket Captured 

33555968 

Avm Coin Handling Status 

33555969 

Avm Coin Handler Acceptor Jam 

33555970 

Avm Coin Handler Escrow Failure 

33555971 

Avm Coin Handler Communication Error 

33555972 

Avm Coin Handler Ram Error 

33555973 

Avm Coin Handler Rom Error 

33555974 

Avm Coin Handler Tube Overfill 

33555975 

Avm Coin Handler Dispense Jam 

33555976 

Avm Coin Handler Dispenser Error 

33555977 

Avm Coin Handler Bulk Hopper Fault 

33555984 

Avm Hopper Enclosure Lid Open 

33555985 

Avm Hopper Locking Bar Open 

33555986 

Avm Hopper Sequence Error 

33555987 

Avm Hopper Cash Report 

67108865 

Ocp Self Test Failed 

67108866 

Ocp Fault In Critical Device Component 

67108867 

Ocp Fault In Non Critical Device Component 

67108868 

Ocp Removal Of Sam Reader 

67108869 

Ocp Failure To Update Security Keys 

67108870 

Ocp Removal Of Drmm 

67109120 

Ocp Power Status 

67109121 

Ocp Ups Communication Error 

67109122 

Ocp Primary Power Failure 

67109123 

Ocp Ups Failure 

67109376 

Ocp Eftpos Status 

67109377 

Ocp Eftpos Unit Not Installed 

67109378 

Ocp Eftpos Gateway Communications Failure 

67109379 

Ocp Eftpos Terminal Failure 

67109380 

Ocp Unexpected Eftpos Response 

67109381 

Ocp Eftpos Settlement Too Late 

67109382 

Ocp Eftpos Transaction Declined 

67109632 

Ocp Srm Status 


67109633 Ocp Srm Fault 

67109634 Ocp Srm Firmware Update Failed 

67109888 Ocp Mst Reader Status 


67109889 

Ocp Mst Reader Door Open 

67109890 

Ocp Mst Reader Intrusion Alarm 

67109891 

Ocp Mst Reader Capture Bin Full 

67109892 

Ocp Mst Reader Issue Timeout 

67109893 

Ocp Mst Reader Diverter Failure 
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67109894 

Ocp Mst Reader Rom Error 

67109895 

Ocp Mst Reader Ram Error 

67109896 

Ocp Mst Reader Motor Speed Error 

67109897 

Ocp Mst Reader Shaft Encoder Error 

67109904 

Ocp Mst Reader Hole Search Error 

67109905 

Ocp Mst Reader Communications Error Or Init Fail 

67109906 

Ocp Mst Reader Verify Error 

67109907 

Ocp Mst Reader Ticket Jammed In Magnetics 

67109908 

Ocp Mst Reader Ticket Jammed In Printer 

67109909 

Ocp Mst Reader Ticket Jammed In Capture 

67109910 

Ocp Mst Reader Ticket Jammed In Escrow 

67109911 

Ocp Mst Reader Ticket Jammed In Combiner 

1 

Battery Low 

2 

Device Independent Fault Info 

3 

Device Specific Fault Info 

4 

Sc Device Connect Session Summary 

5 

Cardprinter Connection Fault 

6 

Cardprinter Technical Fault 

7 

Fulfilmgr Connection Fault 

8 

Cippdb Connection Fault 

258 

Cd Version Status 

513 

Device Primary Mode 

515 

Device Primary Mode Change Reason 

769 

Device Operational Mode 

771 

Device Operational Mode Change Reason 

1025 

Device Heartbeat Period 

1026 

Device Time 

1027 

Device Connection Hold 

1537 

Device Speaker Volume 

1538 

Device Led Contrast 

1539 

Device Led Backlight 

1793 

Operator Login State 

1794 

Login 

1795 

Logoff 

1796 

Card Locked 

1797 

Shift Start Failure 

1798 

Logon Failure 

2050 

Ud Uploaded 

2051 

Ud Deleted 

2052 

Reset 

2053 

Cd Deleted 

2307 

Device Mode Change Override 

2308 

Commisioned 

4097 

Device Failure 

4098 

Crypto Module Status 

4352 

Generic Fault 
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4353 

Rtc Fault 

4354 

Incomplete Cd 

4355 

Ud Full 

4356 

Ud Near Full 

4357 

Insufficient Ram 

4358 

Corrupt Ram 

4359 

Cd Full 

4360 

Service Error 

4361 

Firmware Update Failure 

4368 

Comms Failure 

4369 

Failed Start Of Day 

4370 

Failed End Of Day 

4371 

Security Breach 

4372 

Fram Fault 

4373 

Configuration Data Fault 

4374 

Flash Fault 

4375 

Average R W Failure Reached 

4376 

Sequential R W Failure Reached 

4377 

Primary Csc Reader Fault 

4384 

Secondary Csc Reader Fault 

4385 

Primary Magnetic Reader Fault 

4386 

Secondary Magnetic Reader Fault 

4387 

Primary Patron Display Faulty 

4388 

Secondary Patron Display Faulty 

4389 

Primary Door Alarm 

4390 

Secondary Door Alarm 

16777217 

Gak Entry Counter 

16777219 

Gak Exit Counter 

16777472 

Gak Usage Status 

16777473 

Gak Passage Fault 

16777474 

Gak Failure Alarm 

16777475 

Gak Passage Alarm 

16777476 

Gak Barrier Forced 

16777477 

Gak Barrier Stuck 

16777728 

Gak Business Rules Status 

16777729 

Gak Fare Table Invalid 

16777730 

Gak Centre Communication Error 

16777731 

Gak Sc Communications Error 

16777732 

Gak Invalid Machine Mode 

16777733 

Gak Invalid Device Serial Num 

16777734 

Gak Invalid Station Num 

16777984 

Gak Ticket Handling Status 

16777985 

Gak Capture Bin Is Full 

16777986 

Gak Capture Bin 80 Percent Full 

16777987 

Gak Thu Rom Error 

16777988 

Gak Thu Ram Error 
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16777989 

Gak Thu Motor Speed Error 

16777990 

Gak Thu Verify Error 

16777991 

Gak Ticket Jammed In Magnetics 

16777992 

Gak Ticket Jammed In Captured 

16777993 

Gak Jam At Entry Bezel 

16778000 

Gak Jam At Exit Slot 

16778240 

Gak Commands Status 

16778241 

Gak Unit Commanded Closed By Sc 

16778242 

Gak Unit Commanded Closed Via Keypad 

25165825 

Cid 3 Mismatch 

33554433 

33554434 

Avm Sensor Vault Id Reader Fault 

Avm Coin Handler Vault Missing 

33554435 

Avm Coin Handler Vault Full 

33554436 

Avm Coin Handler Vault Nearly Full 

33554437 

Avm Coin Handler Jam In Vault 

33554438 

Avm Ticket Handler Id 

33554439 

Avm Coin Handler Id 

33554440 

Avm Note Handler Id 

33554441 

Avm Coin Vault Id 

33554448 

Avm Note Vault Id 

33554449 

Avm Hopper Unit One Removed 

33554450 

Avm Hopper Unit One Removed Not Allowed 

33554451 

Avm Hopper Unit One Initialised Not Allowed 

33554452 

Avm Hopper Unit One Dispense Fail 

33554453 

Avm Hopper Unit One Extra Coin Dispense 

33554454 

Avm Hopper Unit One Low Stock 

33554455 

Avm Hopper Unit One No Stock 

33554456 

Avm Hopper Unit Two Removed 

33554457 

Avm Hopper Unit Two Removed Not Allowed 

33554464 

Avm Hopper Unit Two Initialised Not Allowed 

33554465 

Avm Hopper Unit Two Dispense Fail 

33554466 

Avm Hopper Unit Two Extra Coin Dispense 

33554467 

Avm Hopper Unit Two Low Stock 

33554468 

Avm Hopper Unit Two No Stock 

33554469 

Avm Hopper Unit Three Removed 

33554470 

Avm Hopper Unit Three Removed Not Allowed 

33554471 

Avm Hopper Unit Three Initialised Not Allowed 

33554472 

Avm Hopper Unit Three Dispense Fail 

33554473 

Avm Hopper Unit Three Extra Coin Dispense 

33554480 

Avm Hopper Unit Three Low Stock 

33554481 

Avm Hopper Unit Three No Stock 

33554482 

Avm Hopper Unit Four Removed 

33554483 

Avm Hopper Unit Four Removed Not Allowed 

33554484 

Avm Hopper Unit Four Initialised Not Allowed 

33554485 

Avm Hopper Unit Four Dispense Fail 

33554486 

Avm Hopper Unit Four Extra Coin Dispense 
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33554487 

Avm Hopper Unit Four Low Stock 

33554488 

Avm Hopper Unit Four No Stock 

33554688 

Avm Note Handling Unit Status 

33554689 

Avm Note Vault Missing 

33554690 

Avm Note Handler Volt Change 

33554691 

Avm Note Vault Full 

33554692 

Avm Note Jam 

33554693 

Avm Note Handler Init Error 

33554694 

Avm Note Escrow Unit Missing 

33554695 

Avm Note Handler Communication Error 

33554696 

Avm Note Handler Error 

33554697 

Avm Note Vault Nearly Full 

33554944 

Avm Power Status 

33554945 

Avm Ups Communication Error 

33554946 

Avm Primary Power Failure 

33554947 

Avm Ups Failure 

33555200 

Avm Eftpos Status 

33555201 

Avm Eftpos Gateway Communication Error 

33555202 

Avm Eftpos Sign On Failure 

33555456 

Avm Sensors Status 

33555457 

Avm Upper Status Display Error 

33555458 

Avm Lower Status Display Error 

33555459 

Avm Sensor Door Open 

33555460 

Avm Sensor Lower Door Open 

33555461 

Avm Sensor Upper Door Open 

33555462 

Avm Sensor Intrusion 

33555463 

Avm Sensor Vibration Warning 

33555464 

Avm Sensor Over Heat 

33555465 

Avm Sensor Self Test Failed 

33555472 

Avm Sensor Self Test Passed 

33555473 

Avm Time Synchronise Required 

33555474 

Avm Key Pressed Two Minutes 

33555712 

Avm Ticket Handler Status 

33555713 

Avm Ticket Handler Capture Bin Full 

33555714 

Avm Ticket Handler Ticket Issue Timeout 

33555715 

Avm Ticket Handler Capture Diverter Failure 

33555716 

Avm Ticket Handler Rom Error 











